To:  Jenkins,  Laura  Flynn[Jenkins. Laura@epa.gov] 

Cc:  julie@nytimes.comOulie@nytimes.com];  Joan  E CuddebackOcuddeback@csc.com];  Smith, 

Paula[Smith. Paula@epa.gov];  McClain-Vanderpooi,  Lisa[Mcclain-Vanderpooi. Lisa@epa.gov];  Myiott, 
Richard[Myiott.Richard@epa.gov];  Zito,  Kelly[ZITO.KELLY@EPA.GOV];  Gray, 

David[gray. david@epa.gov];  Bahrman,  Sarah[Bahrman. Sarah@epa.gov] 

From:  Julie  Turkewitz 

Sent:  Mon  8/1 0/201 5 1 1 :26:42  PM 

Subject:  Re:  Navajo  Nation  Drinking  Water  Intakes 

Thanks  all. 

Julie  Turkewitz 
The  New  York  Times 
T:  301  928  5072 
E:  julie@nytimes.com 
Twitter:  @julieturkewitz 


El  ago  10,  2015,  a las  5:16  PM,  Jenkins,  Laura  Flynn  <Jenkins.Laura@epa.gov>  escribio: 


<image001.jpg> 

Julie: 


Paula  Smith  asked  me  to  confirm  the  number  of  drinking  water  intakes  on  the 
Navajo  Nation  that  were  shut  down  as  a result  of  the  Gold  King  Mine  waste  water 
release. 


I confirmed  with  Kelly  Zito  of  USEPA  Region  9 that  no  drinking  water  intakes  were 
shut  down  as  a result  of  this  incident.  However,  one  Navajo  Nation  drinking  water 
intake  on  the  San  Juan  River  had  already  been  shut  down  for  unrelated  reasons. 


If  you  have  any  further  questions  related  to  this  information  please  let  me  know. 


Laura  Jenkins 
Media  Officer 
USEPA-Region  8 
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1595  Wynkoop  St. 
Mailcode:  8-OC 
Denver,  CO  80202 
Landline:  303-312-6256 
Cell;  202-360-8453 
Fax:  303-312-6961 
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